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Jn Avgust 1945 there vere eight generators in the hydre -power plant a$ Supang 
(Suiho) (124-58, 40-28). During the Soviet occupetion of Menchuria. 2our of 

these generators were removad to the "ISSR. Of the four ecneratern “ow at the 

plant one in of German make and thres of Japaness make. ‘wo of these generators - 
ere not in running order. The cther two have a combined eapacity of 60,000 Ky 

anc are operated eight hours daily. : 
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